I 


9387 


■ 


ACCESSION  NO.,  ^SS'  7 


-J 


8PRIN6FIELD  TECHNICAL  IN8TITUTE 
8PRINGFIELD,  MA88ACHU8ETT8 


WALTER  GUNNING  ^^^^^  MARY  HOLLAND 


DATA  PROCESSING  TECHNOLOGY 
I 


ROW  1,  L.  to  R. ,  A.  St.  dnge,  Instructor,  R.  Lemoine,  J. 
Benware,  S.  Cook.  C.  Beauregarde,  T.  Babcock.    ROW  2, 
I.  Magoon,  Instructor,  L.  Booker,  R.  Landry,  R.  Plasse,  T. 
Piccoli.    ROW  3,  F.  Skala,  J.  Banas,  M.  Coffey,  W.  Mauer, 
S.  Jaciow,  D.  Rutherford. 


JOHN  FORTSCH 


ALFRED  ST.  ONGE 


ROW  1,  L.  to  R.  ,  E.  Pelis,  R.  Parisien,  M.  Wynian,  A.  De 
court,  L.  Weaver,  V.  Dihlmann,  R.  Jennings.  B.  Hartung. 
ROW  2,  G.  Johnson,  J.  Jochim,  J.  Westwell,  C.  White,  D. 
McDonald,  T.  Kennedy,  S    Smith.    ROW  3,  C  Dow.  R. 
Genander,  T.  Koss,  R.  Landry,  T.  Kiczik. 


ROW  1,  L.  to  R.  ,  J.  Bedore,  T.  Brown,  S.  Litwin,  T.  Cuni- 
mings,  R.  Blackburn,  P.  Boden.    ROW  2,  R.  Cloutier,  R. 
Campbell,  V.  DiMonaco,  B.  Bongiovani,  T.  Belden,  M. 
Pitts.    ROW  3,  W.  Duguay,  R.  Lussier,  C-  Clark,  A.  Armour, 
D.  Baribeau,  R.  Abdow. 


ROBERT  DONOGHUE 


ELECTRONIC  TECHNOLOGY 


ROW  1,  L.  toR. ,  R.  Gagnon,  G.  Ackerman,  D.  Ramsdell,  FRANK  PREW 

T.  Beaudion,  T.  Miller,  R.  Webster,  W.  Lyons,  J.  Kittell. 

ROW  2,  R.  LaPorte,  J.  McCann,  C  Agen,  J.  Ackerman,  R. 

Childs,  W.  Keyes,  J.  Stark.    ROW  3,  W.  Grochmal,  J.  Cook, 

B.  Wyman,  R.  Pac,  J.  Rioni,  R.  VanOostveen,  R.  Brown,  P. 

Drost.    ROW -4,  T.  Sroczyk,  J.  Mahoney,  J.  Hutchinson,  W. 

Johnson,  R.  Pelkey,  N.  Dewitt,  K.  Setterlund,  F.  Hodge. 

ROW  5,  R.  Williams,  R.  LaRue. 


ROW  1,  L.  to  R. ,  T.  Schneider.  C  Carlotto,  G.  LaDuke, 
G.  Hurley,  T.  Leveille,  W.  McCabe.    ROW  2,  D.  Culberl- 
son,  W.  Carlson,  R.  Trela,  R.  Lichwala,  P.  Markowski,  F. 
Nowak.  H.  Dziardziel.    ROW  3,  J.  Maziarz,  C.  Kroll,  R. 
Cote,  E.  Ashman,  M.  Mickiewicz,  R.  Lococo. 


rite — 


FRANK  GIDDINGS 


HEAT  AND  POWER  TECHNOLOGY 


ROW  1,  L.  to  R.  ,  T.  Condon,  A.  Durand,  A.  Champagne, 
R.  Terenzi,  J.  Conery,  J.  Piemonte,  T.  Kennedy,  F.  Ma- 
roney.    ROW  2,  R.  Walker,  R.  Olbrych,  M.  Morin,  W.  Mc- 
Carthy, H.  Selwitz,  W.  Marchington,  J.  Ray,    ROWS,  R. 
Sengle,  J.  Peterson. 


RAYMOND  LINDSAY 


WILLIAM  AXTMAN 


MACHINE  AND  TOOL  DE9IGN  TECHNOLOGY 


ROW  1,  L.  to  R. ,  N.  White,  S.  Amedio,  J.  Brien,  W.  Nadeau,  BRUNO  BOUCHER 

C.  Marriott.    ROW  2,  M.  Thorpe,  R.  Akins,  D.  Matulewicz,  P. 
Emery,  J.  Alberghini. 


IRVING  MA  GOON 


ROW  1,  L.  toR. ,  R.  Prouix,  E.  Renuald.  W.  Goulding,  E.  La- 
Fond,  R.  Spezeski,  J.  Bogacz,  D.  Jarvis,  H.  Younger.    ROW  2, 
L.  Weidman,  H.  Cargile.  D.  Athas,  F.  Sansoucy,  A.  Marshall, 
J.  Moore,  E.  Gauthier.    ROW  3,  S.  Vaggis,  R.  Ludwig,  D.  Cy- 
boron,  J.  McCaffrey,  G.  Smith,  W.  Lubas,  R.  Fontaine.  ROW 
4,  M.  Dwight,  F.  Bensch. 


ELECTRICAL  TECHNOLOGY 


ROW  1,  L.  loR. ,  B.  Forsyth,  J.  Chmura,  R.  Klekotka,  R.  Schmit- 
ter,  P.  Wojtowicz,  F,  Harrington.    ROW  2,  A.  Petelle,  W.  Dany- 
lieko,  R.  Walenius,  T.  Garvey,  K.  Newton.  R.  Hurst. 


ROW  1,  L.  to  R. ,  W.  Lomas,  J.  Kenyon,  R.  Thibault,  G.  Cham-  JOHN  DONOHUE 

bers,  R.  Fahey,  A.  Correa.    ROW  2,  B.  Williams.  F.  Welch,  J. 
Harden,  L.  Pendleton,  B.  Levillie,  A.  lannazzo. 


MECHANICAL  TECHNOLOGY 


ROW  1,  L.  to  R. ,  R.  Wichroski,  J.  Onofrey,  D.  Bigda,  D.  Well- 
man,  C.  Kasperek,  P.  Twarog.    ROW  2,  R.  Jordan,  S.  Baccus, 
J.  Tupek,  S.  Peabody,  D.  Frits,  A.  Houle.    ROW  3,  T.  Owens, 
R.  Jellen. 


PAUL  TACEWICZ 


OTTO  PARADZICK 


C09MET0L0GY 


ROW  1,  L.  to  R.  ,  S.  Brignoli,  D.  Hurd,  S.  Humphrey,  G.  Sund-  SOPHIE  DROST 

holm,  P.  Svitenko,  C  Lopenzo,  L.  Dubuque,  T.  Tourville. 

ROW  2,  L.  Hall,  B.  Couture,  S.  Dineen,  J.  Papanti,  C  Bardon, 

J.  Sanchioni,  K.  Miller,  V.  Elmes,  N.  Mercier.    ROW  3,  D. 

Homan,  D.  Regish,  R.  DeWolf,  B.  Sack,  S.  Trombley,  A.  Du- 

biel. 


DENTAL  A89I8TANT 


ISABEL  KENDRICK 


ROW  1,  L.  to  R. ,  J.  Belleville,  D.  Perusse,  C.  Carrie,  F.  Fournier, 
M.  Fitzpatrick,  N.  Woods,  E.  Bujnicki,  K.  Kerr,  M.  Scanlon,  M. 
Lyons.    ROW  2,  T.  Benedict,  P.  Criscio,  L.  Bloomberg,  J.  Morris,  S. 
Gelinas,  R.  Beauford,  M.  Graves,  C.  Polak,  P.  Manning.    ROW  3, 
E.  Turgeon,  M.  Gamble,  R.  Benoit,  L.  DelBuono,  P.  DesRosiers,  F. 
Filipak,  J.  Flint,  R.  ZoUer,  N.  Polverini. 


MEDICAL  A88I9TANT 


liardwcci,  P.  Andrew,  M.  Pekala,  D.  Berkowicz,  N.  McCarthy,  J. 

Lavery,  D.  Layman.    ROW  3,  N.  Chagnon,  D.  Rouleau,  J.  Behilo,  P* 

J.  Beele,  B.  Hammerlof,  D.  Gloth,  L.  Werman,  R.  Twitchell,  H.  g|' 

Sanderson. 


MEDICAL  LABORATORY  A89I8TANT 


ROW  1,  L.  to  R. ,  L.  Gould,  L.  Yelinek,  G,  Sharon,  J.  Mus- 
colo,  C.  Morin,  R.  Brother,   ROW  2,  K.  Walker,  E.  Poirier, 
J.  Orne,  L.  Brochu,  R.  Quiriy,  S.  Ringuette.   ROW  3,  C. 
Coventry,  K.  White,  S.  Lovett,  L.  Parsons,  C.  Picciricci. 


PHYSICAL  THERAPY  ASSISTANT 


1 


A 


ROW  1,  L.  to  R.  ,  H.  Sanderson,  Miss  Nancy  Johnson,  Instruc- 
tor.   ROW  2,  A.  Seliba,  D.  Eggelston,  M.  Balch,  J.  Behilo, 
P.  Kelly,  K.  Barnes. 


PRACTICAL  NURSING 


^    f>  ^ 


J 


ROW  1,  L.  to  R. ,  A.  Hicks,  M.  Barrett,  B.  Baird,  V.  Lockhart, 
R.  McMahon,  L.  Allen,  K.  Reed.    ROW  2,  D.  Nicholaev,  S. 
Gaunt,  P.  Sai,  K.  Shrude,  W.  Buynicki,  J.  Arcand.  J.  Renaud, 
E.  Ellis.    ROW  3,  L.  Allen,  N.  Rickson,  P.  Conway,  H.  Murphy, 
S.  Lipski,  F.  Johnson,  S.  Russell.    ROW  4,  A.  Lipski,  B.  Cassey, 
D.  Misiewicz,  K.  Roberts,  L.  Moore. 


MARION  JOHNSTON 


l^iiiii  iiiiiiiiiiB  jjiliiC" 


FRANCES  COFFEY 


SURGICAL  TECHNICIAN 


ROW  1,  L.  to  R.  ,  L.  Parisi,  J.  Siniowski,  L.  DeMarinis,  M. 
Messier,  C.  Langlois,  N.  Smith,  S.  Carriere.    ROW  2,  P. 
Meunier,  J.  Archambeault,  C.  Giguire,  J.  Calder,  J.  Burke, 
G.  Manchester,  J.  Carr,  R.  Lynch.    ROW  3,  M.  Cavanaugh, 
S.  Fowler,  J.  Vigneault.  J.  Moher,  M.  Robak,  D.  Tobias, 
M.  Driscoll. 


PRACTICAL  NUR9ING  (MDTA) 


ROW  1,  L.  to  R.  ,  G.  Caron,  M.  Gamache,  A.  Somerville,  B. 
Wallace,  D.  Harris,  G.  Whiteway,  B.  Caudill.    ROW  2,  I.  Gielda, 
L.  Clark,  P.  Kulig,  B.  Hebert,  L.  Michalczyk,  E.  Cadieux,  L. 
Demerski,  S.  Campbell.    ROW  3,  C.  Spinks,  E.  Martin,  Q.  Tur- 
ner, B.  Fuller,  P.  Taft,  M.  Pippin,  E.  Martinelli,  H.  Moore. 


ANNAMAE  BEYETTE 


BASKETBALL 


ROW  1.  L.  to  R.  ,  D.  Athas,  D.  Wallenius,  D.  McDonald,  T.  Condon,  M.  Przybylski,  W.  Hartung.  ROW  2, 
Coach  B.  Donoghue,  J.  Cox,  T.  Koss,  M.  Coffey,  R.  Thibault,  D.  Matulewicz,  Manager,  C.  White. 


CHEERLEADERS 


L.  to  R.  ,  L.  DeMarinas,  N.  Smith,  J.  Sanchioni,  M.  Mercier. 


